AMENDMENT NO. 3 MARCH 2015 
TO 
IS 15803 : 2008 RESPIRATORY PROTECTIVE DEVICES — 
SELF CONTAINED CLOSED CIRCUIT BREATHING 
APPARATUS CHEMICAL OXYGEN (KO2) 
TYPE, SELF GENERATING, SELF RESCUERS — 
SPECIFICATION 


(Page 6, Table 1) — Insert the following for the existing Table 1: 


Table 1 Scale of Sampling 
(Clause 8.2) 


SI Lot Size Sample Size 
No. 
(1) (2) (3) 
i) Up to 150 15 
ii) > 150 20 or 3 percent of lot size, whichever is 
higher. 
(CHD 8) 
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